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17 January 1956 


Dear Sir: 


?7e have surveyed an accurate line | ^ or 

the determination of photographic scale. Enclosed is our 
engineering report on the layout of this line. 


Very truly yours. 


25X1 


WAS/pe 

Enclosure 


25X1 
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